To:  Strausbaugh,  Dan[Strausbaugh. Dan@epa.gov];  Poulet,  ChrisfPoulet. Chris@epa.gov]; 

zdg1@cdc.gov[zdg  1@cdc.gov];  Watters,  Michelle[watters. michelle@epa.gov];  Dorian,  David 
(ATSDR/DCHI/WB)[irs1  @cdc.gov] 

Cc:  Cseh,  Larry  (ATSDR/DTHHS/OD)[loc3@cdc.gov];  Cvs1@cdc.gov[Cvs1@cdc.gov] 

From:  Cseh,  Larry  (ATSDR/DTHHS/OD) 

Sent:  Tue  8/1 1/2015  4:44:09  PM 

Subject:  EHPM  Must  See  Report 


Guys, 


The  OD  re-wote  the  entry  which  identified  Region  VIII  staff  and  DHCI  Medical  Officer. 


Larry’ 


ATSDR/DTHHS 

Requests 

LATE  BREAKING;  King  Gold  Mine  Waste  Blowout 

(Emergency  Event  - Closed) 

Region  VIII  contacted  the  ERP  to  assist  with  data  review  for  the  King  Gold  Mine  Waste 
Blowout  incident  at 

the  request  of  the  San  Juan  Basin  Health  Department,  located  in  Durango,  CO. 
Response:  The  ERP 

reviewed  the  EPA  data  collected  in  the  river  after  the  King  Gold  Mine  clean  up  site's 
waste  en-catchment 

released  mine  waste  into  the  Cement  Creek  which  flows  into  the  Animas  River.  The 
response  was 

prepared  with  consultation  of  the  DHCI  Medical  Officer. 
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